AMENDMENT NO. 1 AUGUST 2022 


TO 


IS 170 : 2020 ACETONE — SPECIFICATION 
( Fifth Revision ) 


[Page 3, Table 1, SI No. iii)] — Substitute the following for the existing. 


SI No. Characteristic Requirement Method Nae Ref to 
| Annex Indian Standard | 
(1) (2) (3) (4) (5) 
iii) Relative density”, at 27/27°C 0.784 to 0.786 — 6 of IS 82 


[Page 3, Table 1, SI No. (x)] — Substitute the following for the existing. 


SI No. Characteristic Requirement Method a oh Ref to 
Annex Indian Standard 
() (2) (3) (4) (5) 
x) Total Alcoholic impurities, percent 0.1 A? = 


by mass, Max 
To pass the test F 


(Page 3, Table 1, !) — Insert the following below Table 1, !: 
‘2 Auto Density meter may be used for determining relative density. 


3) In case of dispute, Annex A shall be the referee method for determination of total alcoholic impurities.’ 


(PCD 09) 
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